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UNITED STATES 

ATOMIC ENERGY COMMISSION 


i 


WASHINGTON 25 , D. C. 


7 August 1958 


Dear Allen; 

I have your letter of August 4, 1958, concerning the suKaested 
amendment to Section 143 of the Atomic Energy A^t of igf! wMoh 

elusion in the Commission's 1958 legislative program. I regret 
that our staff consideration of the proposed Lendment has LI 
been coordinated with your agency as we indicated wouL be Tone 
in our letter of February 10, 1958. 

LJhT! discussions relating to the 

problem of access to Restricted Data by CIA employees have taken 
place on several occasions prior to your referral to us of ths. 

Ol^cuaatona Included rep- 
°rGenSn1''' agenclea. 'ln'vLw‘L omce 



Director 

Central Intelligence Agency 
Washington 25, D. C. 


Approved For Release 2003/1 
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MEMORANDUM FOR: r-iR. nuLLES 

(leneral Counsel advises, re the attached 
letter to John McCone, that the F5 urea u of 
the Budget suggested we send tlie letter to 
get on record with the new Chairman of the 
Atomic Energy Commission. Secondly, they 
advise there are some additional amendments 
to the Atomic Energy Act presently in 
Committee, and it is conceivable that, since 
this is a non-controvers ial item, there 
could be some action taken this session. 



FORM NO. 1^1 REPLACES FORM 10-101 
1 AUG 54 WHICH MAY BE USED. 
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STAT 


MEMORANDUM FOR: THE DIRECTOR 


Our proposal of 17 January 1958 to amend 
the Atomic Energy Act so that we covdd certify 
for access to Restricted Data without having our 
people reinvestigated has been acknowledged but 
never acted on. Informal queries to AEG lawyers 
produced no results. The new Space Agency was 
given this authority in the bill that just passed. 


There are some technical amendments now before 
the Joint Committee and it would be a good thing 
if this could be released for consideration this 
session. The attached letter to Chairman McCon* 
is for^^^tl^s p^pose.^V^Recopfim end signature. 


Lawrence- R. HOUSTON 

General Counsel 


31 Jxily 1958 

(DATE) 


FORM NO. |«j REPLACES FORM 10-101 
1 AUG 54 WHICH MAY BE USED. 


(47) 


Approved For Release 2003/09/02 : CIA-RDP80B01676R0007001 50046-1 




3yyE 


A 


A 


SHE 


r^mumni ktmg 


MEMORANDUM FOR: MU. DULLES 

A copy of this letter has been sent 
to the Director of Security with 
instructions to take appropriate action 
in, coordination with the General Counsel. 


i ■ 'nne -foefi I 



11 Auijust 

(DATE) 
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